®RS 


Search Results 


Records 1 

IRS Office 

Address 

City 

Phone 

Hours of Operation 
Appointment Required 
Distance 


of 1 

Rockford 

4920 E. State St. 

Rockford, IL 61108 
(779) 500-6808 
Rockford hours and services 

Make A p pointment 
Approximately 29 Miles 


Map - 61108 - location 
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Taxpayer Assistance Center Office Locator 

Locate the closest Taxpayer Assistance Center by entering your 5 digit zip code. 

You can widen your search by using the pulldown for distance in miles. 

Zip Code 60109 Search Within a 30 V Mile Radius. | Search | 









